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This was a focused inspection, No non-compliant items idenlilied during ttiis inspection 
Exit Interview conducted WKUh owner. 

The inapectidni was odr ducted in Autaugaville, AL at IHb H.H. Kirkpainck Agricultural Pavilion. 
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